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LIGHTING FIXTURES 


A STYLE OR EVERY TASTE - A TYPE FOR EVERY NEED 


Whatever your lighting problem may be you will find it a most enjoyable 
and satisfying experience to equip a room or your entire home with Froelich 


and Cooper distinctive, decorative lighting fixtures. 


Appropriate for any period or style—Colonial, English, Georgian, Provin- 
cial, French, Sheraton, Cape Cod, there are, illustrated here, an infinite 
variety of efficient, superbly styled Froelich and Cooper lighting fixtures 
from which to choose—charming, authentic, noteworthy pieces that adapt 
themselves to any room in the home, and at a price every practical home- 
maker can afford to pay. 


New and more efficient methods of production make it possible to deliver 
unusual value. Skilled craftsmen combining their efforts with expert design- 


ers achieve the finest in the field of home illumination at a minimum of cost. 


Worthy interpretations of the historical originals which served as their 


inspiration, Froelich and Cooper lighting fixtures embody a sturdiness of 





construction—a beauty of finish to last for years and years. All F. & C. 
lighting fixtures are made of genuine solid copper or brass—are complete, 


ready for installation. 








No. 815—HURRICANE LANTERN. An 
authentic design rich in Colonial charm 
and simplicity. Here is grace, dignity 
and stateliness all combined in a beauti- 
ful, distinctive one light lantern. Equipped 
with frosted etched hurricane glass chim- 
ney. Overall height—36". Width—6". 


Finish: Colonial Brass, Antique Brass or 
Pewter. 


Above also supplied in flush type No. 
816. Overall height—I5". Width—6". 
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No. 833—Typically Victorian in style this 
imposing looking 3 light lantern is espec- 
ially designed for spacious reception 


rooms or entrance halls. Unusual crystal 


etched globe in exquisite floral design 
adds real charm and distinction. Overall 
height—42"'". Width—9!/,"". Finish: Col- 
onial Brass, Antique Brass or Pewter. 


No. 424—YOR KTOWN LANTERN. 
Ideally suited for high ceilings—blends 
harmoniously with Early American, 
Ache et Victorian or late Empire set- 
1g s. Beautifully decorates and illumi- 
rates hall in which it is used. Well pro- 
portioned and styled with distinctive 
bnail paaee: Overall height— 

; Finish: Colonial 
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BEDROOM + BREAKFAST ROOM 
CEILING and 


Fashioned in the American tradition of 
beauty and utility these gracious fixtures 
capture the feeling of the past with light- 
ing efficiency of the present. 


Colonial in style their sheer simplicity of 


No. 223—A charming ceiling fixture en- 
hanced by semi-crescent motif. Especially 
designed for low ceilinged rooms. Accom- 
modates 3 bulbs. Overall height—3!/>". 
Width—I |!/5"". Finish: Colonial Brass, An- 


tique Brass or Pewter. 


No. 222—Characteristic of gracious loveli- 
ness of Colonial period. Two light ceiling fix- 
ture with semi-crescent motif. Overall height 
—3!/>".. Width—l0!/,". Finish: Colonial 


Brass, Antique Brass or Pewter. 


No. 220—Faithful replica of traditionally 
Colonial design. Particularly appropriate 
in small or odd rooms. One light ceiling fix- 
ture. Overall height—3!/."° Width—é". 
Finish: Colonial Brass, Antique Brass or 
Pewter. 


No. 226—Colonial in influence this delight- 
ful candle light ceiling fixture is a typical 
example of beauty and decorative good 
taste that can be had at unusually low cost. 
Overall height—8!/."". Width—é6l/,". Fin- 


ish: Colonial Brass, Antique Brass or Pewter. 


No. 22I—A single candle light bracket that 
will fit into decorative scheme of any home 
in which it is used. Authentic design rich in 
Colonial charm. Back plate—6"' wide. Ex- ' 
tends—4". Finish: Colonial Brass, Antique 
Brass or Pewter. 


No. 251—Authentic replica of Whale Oil 
Lamp. Beautifully styled, durably con- 
structed, rich in finish. Overall height—9"’. 
Width—4"'. Supplied with 34"' frosted glass 
chimney. Finish: Antique Brass or Pewter 


and Gold. 


No. 227—Attractive, distinguished flush 
type one light ceiling fixture with beautiful 
frosted cut glass shade. Typically Early 
American. Has unlimited adaptability. 
Overall height—9!/,"". Width—6l/". Fin- 
ish: Colonial Brass, Antique Brass or Pewter. 


* PLAYROOM * DINING ALCOVE 
WALL FIXTURES 


line and contour make them adaptable 


to practically every decorative period— 





every room in the home. Their lively bril- 
liance, vitality and charm add a feeling No. 202 
of richness, warmth and good decoration 


to your home. 
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No. 202—Simple lines devoid of any detail 
are characteristic of this replica of a 2 light 
ceiling fixture in Sheffield design. A per- 
fect complement to the present-day home. 
Overall height—3!/."". Width—I0!/."". Fin- 
ish: Antique Brass, Colonial Brass, Bronze or 
Pewter. 


No. 200—Sheffield scalloped single light 
ceiling fixture. Overall height—3". Width 
—6l/>". Finish: Antique Brass, Colonial 
Brass, Bronze or Pewter. 


No. 203—Sheffield scalloped 3 light ceiling 
fixture for large, spacious rooms where an 
abundance of light is required. Overall 
height—3!/5"". Width—11!/5". Finish: An- 
tique Brass, Colonial Brass, Bronze or 
Pewter. 


No. 207—Unusvally quaint, attractively 
styled Sheffield scalloped one-light ceiling 
fixture with distinctive, decorative frosted 
glass shade. Overall height—9"'. Ceiling 
plate—6!/,"". Finish: Antique Brass, Col- 


onial Brass, Bronze or Pewter. 


No. 20I—A distinctive Sheffield one-light 
bracket that will graciously decorate and 
illuminate any wall it adorns. Simple, pleas- 
ing in design and finish. Back plate—é6"’. Ex- 
tends—4". Finish: Antique Brass, Colonial 
Brass, Bronze or Pewter. 





No. 101—Sheffield scalloped ceiling light 
with radiant crystal Rosette. Overall height 
—4", Width—7". Finish: Bronze, Colonial 
Brass, Chrome or Antique Brass. 


No. 206—Smartly styled one-light Sheffield 
ceiling fixture. Charming in bedroom, 
breakfast room or dining alcove—equally 
gee in playroom or lounge. Overall 
eight—7". Width—é!l/,"". Finish: Antique 


Brass, Colonial Brass, Bronze or Pewter. 








CAPE COD + PROVINCIA 
COLONIAL 


Safety, efficiency, economy, attrac- 
tiveness are all combined in these 
superlative lighting fixtures that bring 
rare beauty, charm and cheer to the 
hall, den or foyer. For Colonial, Early 


No. 810—Here is a brilliant Salem Whale 
Oil lantern that will forever strike a respon- 
sive cord in the mind of the fastidious home 
builder. Particularly adaptable to Cape 
Cod, Early American or Provincial settings. 
Supplied with 34 frosted chimney. Overall 
height—42". Width—l0!/)". Finish: Col- 
onial Brass, Black and Gold or English 


Bronze. 


No. 623—A noteworthy achievement in 
Early American design combining decora- 
tive beauty and charm with necessary fun- 
damentals for highly effective lighting. Fur- 
nished with clear or amber 5" square globe. 
Overall height — 12!/.". Finish: English 
Bronze, Colonial Brass. Can also be had in 
pendant type No. —. 


No. 685—A faithful Colonial replica. 
Quaint, highly attractive for dinette, bed- 
room and playroom. Overall height—40"’. 
Superbly styled 934" reflector over 434" 
crystal etched globe. Finish: Colonial Brass, 
English Bronze or Red and Gold with Ivory 


or Pewter finished reflector. 


No. 695—Brilliant, traditional Colonial lan- 
tern modestly priced to fit well within the 
most limited budget. Furnished with distinc- 
tive crystal crackled globe. Overall height 
—40". Width—934"". Finish: Colonial Brass, 


English Bronze or Pewter. 


No. 686—A charming close-to-the-ceiling 
fixture of unusual character for cheerfully 
lighting the breakfast or small dining room. 
Overall height—10". Width—434"", Finish: 
Colonial Brass, English Bronze or Pewter. 


_ * EARLY AMERICAN 
LANTERN 


American, Provincial and English homes 
they are ideal. Correctly styled in every 
detail, ruggedly constructed, they most 
appropriately carry out the theme of 
the period for which they are designed. 


No. 812—Colorful, charming and a source 
of good light. Supplied with 34 frosted chim- 
ney, takes 75 watt lamp. Overall height— 
42". Width—12"'. Finish: Colonial Brass, 
Pewter or Antique Brass. Reflector furnished 
in Antique, Green or Red. 


No. 524—A particularly graceful Colonial 
design that may be used equally well in din- 
ing alcove, breakfast nooks, bedrooms or 
large halls furnished in Colonial, English or 
Georgian settings. Supplied with unique 
spiral-twisted clear glass globe. Overall 
height—36". Width—S5I/,". Finish: Colonial 
Brass, Antique Brass or Pewter. 


No. 523—Close to the ceiling type fixture 
similar to No. 524 shown above. Overall 
height—I 1". Width—3!/.". Finish: Colonial 
Brass, Antique Brass or Pewter. 


No. 423—Faithfully reproduces the rugged 
individuality of the Early American era it 
exemplifies. A tasteful choice for dining 
room, alcove or den. Unique hobnail globe 
enhanced by three suspending chains. Over- 
all height—l0!/,"".. Width—6!/,".. Finish: 
Colonial Brass, Antique Brass or Pewter. 


No. 420—Where a hanging lantern will not 
do, use this close to the ceiling design. A 
decorative and sturdy fixture particularly 
suited in wood panelled halls, bars and dens. 
Overall height—6". Width—é6l/,"". Finish: 


Colonial Brass, Antique Brass or Pewter. 


No. 523 





No. 420 





OUTDOOR LANTERNS 


Because of constant weather changes of sun, wind, snow, ice and rain 
outdoor fixtures must be sturdily, ruggedly built to withstand all ele- 
ments. The Froelich and Cooper outdoor lanterns featured in this cata- 
log have been built to last—to provide the finest in exterior illumination 


at an agreeably-low price. 


Weatherproof, rustproof—their combination of strength and beauty 


will add an authentic, cozy, hospitable note to any home. 











No. 744—Typically Colonial in design 
with long sweeping arms and frosted 
glass panels this strikingly attractive 
weatherproof lantern supplies plenty of 
light to illuminate your entrance or walk. 
Back—5" x 4". Extension—734". Lantern 
—14" x 9" suare with 24" arm spread. 
Finish: Black or English Bronze. 


No. 716—Smart outdoor piece for close- 
to-the-home lighting. Colonial Newel 
Post lantern with clear or frosted glass 
anels and oil lamp chimney. Overall 
Eeight—| 8''. Width—9"". Finish: Black or 
English Bronze. 


No. 718—Same as above. 21" x I 1". 


No. 734—Decorative, simple, friendly. 
Attractively lights doorway or alk 
Newel Post lantern with clear or frosted 
glass panels and oil lamp chimney. Over- 
all height—15!/,"". Width—7I/,". Finish: 
Black or English Bronze. 


No. 734A—Same as above. |8'' x 9"... 


No. 730—Beautifully lights the door- 
way it graces. Georgian bracket lan- 
tern with clear, frosted or antique 
marine glass panels and oil lamp chim- 
ney. Overall height—13!/,". Width— 
6!/,"'. Extends—7!/,"". Finish: Bronze or 
Black and Gold. 


No. 735—Quaint Cape Cod bracket 
lantern. Authentic "Town Crier" type. 
Rich, especially appealing to those who 
desire the unusual. Overall height— 
16". Width—6l/,"". Extends—5!/"". Fur- 
nished with 5!/,"" chrome reflector, clear 
glass panels and oil lamp chimney. Fin- 
ish: English Bronze or Black. 


No. 760—Distinctive English Coach 
lantern with clear, frosted or antique 
marine glass panels and chrome reflec- 
tor. Provides plenty of light for either 
doorway or porch. Overall height—1 2". 
Width—4l/,"". Extends—4!/,". Finish: 


English Bronze or Black. 


No. 740—Unusually effective and impos-. 
ing looking Colonial bracket lantern with 
star motif for the large doorway or ter- 
race. Supplied with clear, frosted or an- 
tique marine glass panels. Overall height 
—1l0!/,". 6" square. Extends—7!/5"". Fin- 
ish: Antique Bronze or Black. 


No. 741—Pendant type Colonial lantern 
with star motif. Adds infinite charm to 
doorway it adorns. Furnished with clear, 
frosted or antique marine glass panels. 
Overall height—36". 6" square. Finish: 
Antique Bronze or Black. 


No. 721—Outside Provincetown ‘pocket 
bracket lantern with chrome reflector, 
clear or antique marine glass panels. 
Overall height—12". Width—434,"". Ex- 
tends—4". Finish: Bronze or Black. 


No. 745—For smaller type homes this 
compact, distinctive Cape Cod bracket 
lantern will dress up as well as light up 
front of your home: Supplied with clear 
or frosted glass panels and 3!/," chrome 
reflector. Overall height—10!/,". Width 
—4l/,"".. Finish: English Bronze or Black. 








No. 560 








No. 575—For country or town homes. Beau- 
tiful outside English bracket lantern. Diame- 
ter—4". Overall height—12''. Extends— 
6!/,"". Finish: English Bronze or Black. 


No. 610—For those who seek the unusual 
this distinctive outside English type Railroad 
bracket lantern will blend harmoniously with 
practically every type of home. Pleasingly 
styled with frosted or clear glass lamp. 
Overall height—1!3"'. Diameter—434". Ex- 
tends—8"'. Finish: Black and Gold or Bronze. 


No. 670 — Novel outside "Lighthouse" 
bracket lantern with crystal or amber glass 
globe. Overall height—I1". Globe—5" 
square. Extends—634"". Finish: Bronze or 


Black and Gold. 


No. 561—English Tudor pendant type lan- 
tern. Authentically styled with clear or 
amber fluted glass cylinders. Its painstak- 
ing workmanship, high artistic value will 
strike a warm, welcome note to your home. 
Diameter—4". Overall height—36". Finish: 
English Bronze or Black. 


No. 560—Outside Tudor bracket lantern. 
Architecturally correct for the English door- 
way. Supplied with clear or amber fluted 
glass cylinders. Diameter—4". Overall 
height—13"'. Extends—7"'. Finish: English 
Bronze or Black. 


No. 1 1—Niche-Lite ideally suited for alcove 
or odd rdom. Furnished with smart cut glass 
shade, Sheffield scalloped 5" base and 
wired pin switch. Superbly conceived—ex- 
quisitely’ styled. Finish: Colonial Brass. 
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No. 12—The sheer simplicity of this novel 
Niche-Lite will add charm and beauty to 
any room. Refreshing to look at, always 
in good taste. Sheffield scalloped 5" 
base designed for candle light lamp. Fin- 
ish: Colonial Brass, Antique Brass or 
Pewter. 


No. 570—Based upon an architectural 
period that lives and will continue to live 
in the hearts and minds of all of us. Out- 
side Gothic bracket lantern with clear or 
frosted glass cylinder. Diameter—3!/,". 
Overall height—I1". Extends—é6l/,". 
Finish: Bronze or Black. 


No. 425—Built to bring out the full excel- 
lence of exterior of your home. Authentic 
Early American bracket lantern with crys- 
tal hobnail globe. Overall height— 
19!/,"". Width—él/,"". Extends—8". Fin- 
ish:! English Bronze or Black. Colonial 
Brass finish on request. 


No. 426—A welcoming beacon embody- 
ing. richness, charm—everything you 
could ask for in effective lighting for ex- 
terior of your home. Early American lan- 
tern equipped with distinctive crystal 
hobnail globe. Overall height—1l0". 
Width—é!/,". Finish: Colonial Brass, 
English Bronze or Black. 


No. 680—Smart in its simplicity, design 
and finish. Outside Colonial bracket lan- 
tern with crystal etched globe. Overall 
height — 11". Extends — 634". Finish: 
Weathered Copper, English Bronze, or 
Black. Colonial Brass finish supplied on 


special request. 


No. 682—An ideal selection for effective 
lighting and beauty where Colonial mo- 
tif predominates. Pendant type lantern 
appropriate for hall, foyer and many 
other rooms in the home. Overall height 
—36". Globe—4!/,"". Finish: Weathered 
Copper, English Bronze, Colonial Brass 
or Black, 
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No. 680 


e QUTDOOR LANTERNS 
e HALL and FOYER LAMPS 
e QDD ROOM LIGHTS 


AUTHENTIC DESIGNS IN DECORATIVE LIGHTING 





No. 525—An authentic Froelich and 
Cooper adaptation to a traditional Col- 
onial design. Outside bracket lantern. As 
beautiful in design as it is in lighting effec- 
tiveness. Supplied with unique spiral-twisted 
clear glass globe. Overall height—1 134". 
Extends—6!/,"". Finish: Weathered Copper, 
Black or English Bronze. 


No. 527—A gem in lighting craftsmanship. 
Here is artistic simplicity that never loses 
charm. Colonial pendant type lantern with 
beautiful spiral-twisted clear glass globe. 
Overall height—36". Width—5!/,"". Finish: 
Weathered Copper, Black or English Bronze. 


No. 30!1—Symbolic of Early American de- 
sign. Exquisitely styled wall bracket, scal- 
loped back plate. Back plate—é6!l/,"" x 334". 
Finish: Colonial Brass, Antique Brass or 
Pewter. 
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